UTSW PSI Composite 
UHC Comparison 



AHRQ Patient Safety Composite Indicators ■ P5IM AHRQ Patient Safety Quality Indicator 
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2012 Q2- ranks 
37 th among 
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UHC target - 75 th percentile 



UTSW PSI 03 
UHC Comparison 



Other ■ PSI03 Pressure ulcer (Decubitus ulwr prior to 2007 Q4) (Rate per 1000] 
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UTSW PSI 07 
UHC Comparison 



Other ■ PSI07 Central venous catheter-related bloodstream infections (Rate per IflflOl 




UHC target - 0/E ratio of 1 
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UTSW PSI 015 
UHC Comparison 



Other ■ PSI15 Accidental puncture laceration (Rate per 10001 
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2012 Ql- ranks 
32 nd among 
academic medical 
centers 

UHC target - O/E ratio of 1 



